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Agriculture, by Paul E. Hemp, Lloyd J. Phipps and Robert Walker, 
Feb., p. 43 

Educational Filmstrip Motivates Prison Inmates in Texas, April, p. 112 

Education and Industry: Partnership for Automotive Instruction, by 
George R. Kinsler, Sept., p. 38 

Education for the Realities of Life, by Gordon G. McMahon, Nov., p. 25 

The Employer: What Would We Do Without Him?, by Perry Mock, Nov., p. 54 

Entrepreneurship: A Lock Ahead for Distributive Educators, by Hugh Muncy, 
Feb., p. 56 

Expanding and Improving Cooperative Training, by Robert P. Braden, March, 
p. 16 

Exploring the Business Teacher's Role in Career Education, by Olive Church, 
James LaBarre and Louis Scrittorale, Feb., p. 47 

Facing Up to Consumer Demand in Industrial Arts, by Arthur K. Deane, 
March, p. 62 

Facts Versus Myth: Organized Labor's Role in Job Training, by John A. 
Sessions, May, p. 24 

Fighting Stereotypes: Women Want Up the Career Ladder, by Elizabeth 
Duncan Koontz, May, p. 35 

First Auto Mechanics Test Results Announced, March, p. 43 

First General Session, by Alice Widener, Feb., p. 21 

Forty Years Later and Still Following Up, by L.O. Brockmann, May, p. 87 

A Full-Spectrum Approach to Career Education, by Joseph Manch, Feb., 
p-. 89 
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Getting at the Attitudes Problem, by Bruce W. Tuckman, Jan., p. 47 

Guidance in Vocational Agriculture, by Jack Annan, Dec., p. 43 

Have Concept Will Travel: Farm Management Program Crosses State Lines, 
by Edgar A. Persons and Willard E. Hanson, May, p. 42 

Health Occupations Credentialing: Three Views--A Report on SASHEP, by 
William Seldon, Don Frey and Thomas Ginley, Feb., p. 64 

Helping the Helpers, by Herbert C. Rand, Dec., p. 31 

Home Economics Spotlights, Feb., p. 68 

Images and Impressions: Past President's Report, by T. Carl Brown, May, 
p- 84 

Individualized Instruction: Not If or When, But How, by Larry King, Sept., 
| ae) Sen 

Industry Asked to Help Develop Occupational Safety Standards, Jan., p. 118 

Innovations in Vocational Curriculum, by Patrick Weagraff, Oct., p. 20 

Iowa Goes All Out: Continuing Education for Health Care Personnel, by 
Andrew S. Kondrath, May, p. 56 

Kodak Studies Manpower Needs in Graphic Arts Industry, Sept., p. 74 

Legislative Outlook for Vocational Education: Four Congressional Leaders 
Comment, Sept., p. 27 

Let's Be Sure Our Voices Are Heard When the Rules Are Written, by Elizabeth 
M. Ray, March, p. 23 

Manpower Principles Applied to Ag Ed Curriculum: USOE-Sponsored Guides 
to Serve As Models, by Harlan E. Ridenour, Oct., p. 36 

‘May We Help?': Dade County's Approach to a Mixed Population, by John F. 
Standridge, May, p. 32 res ; 

MDTA's Evaluation Gap, by John J. Stallard, Sept., p. 54 

Measuring the Immeasurables: Performance Goals for the Affective Domain, 
by Jane M. Banks, April, p. 36 

Mobile Vocational Classrooms Introduced, March, p. 86 

A Model for Generating Performance Goals, by Harry Huffman, April, p. 26 

Modification of Curriculum Materials; An Alternative With Considerable 
Potential, by Ronald D. Todd and Richard D. Hawthorne, Oct., p. 42 

Modules for Consumer Education: A Spiral-Process Approach to Curriculum 
Development, by Patricia D. Murphy, Oct., p. 52 

Money, People and Time: Accountability in Manpower Training, by Jess 
Banks, March, p. 36 

NACVE Chairman Urges Vocational Educators to Redouble Their Efforts, Feb., 
p. 24 

A National Network for Curriculum Coordination, by Elizabeth J. Simpson, 
Oct., p. 22 

NAVHET Newsletter: Dues Increase Approved, March, p. 54-D 

NAVHET Newsletter: First-Half Report Reveals Membership Gain, March, p. 54-A 

NAVHET Newsletter: Greetings Fellow Teachers, March, p. 54-A 

NAVHET Newsletter: Legislative Workshop Conducted in Chicago, March, p. 54-D 

NAVHET Newsletter: More Members: Better NAVHET, March p. 54-D 

NAVHET Newsletter: NAVHET Publishes 1972-73 Program of Work, March, p. 54-C 

NAVHET Newsletter: New Officers Installed at 1972 AVA Convention, March, 
p. 54-A 

NAVHET Newsletter: Past President Kept 'On the Move' in 1972, March, p. 54-B 

New Jersey Unveils Voc Ed Planning System, Oct., p. 82 

A New Work Ethic for Our Times, by Gene Bottoms, Jan., p. 25 

NIASE Announces Spring Test Results, Oct., p. 40 

Nonverbal Behavior of Teachers and Students, by Suzanne Perry Loss, Dec., p. 23 
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Ohio All-Vocational Youth Camp, by Earl F. Kantner, Nov., p. 64 

Ohio State Director Receives SHIP Citation, Feb., p. 111 

Oklahoma Evaluates Its Evaluation System--A Report to the New and Related 
Services Division, by William W. Stevenson, Feb., p. 77 

Operation Check-Up: A Summary of the AVA Organizational Study Panel 
Report, Dec., p. 50 

Operation Follow Through, by Ethel Smith, Dec., p. 38 

OSHA: Sure As Death and Taxes, by Frank F. Johnson, Sept., p. 3l 

Out to Rekindle the American Spirit, by Larry W. Johnson, Jan., p. 44 

Outside Help for Curriculum Development, by Ronald Meek, Nov., p. 29 

A Participative Management Style for the Classroom, by Carlton D. Wall, 


Oct., p. 45 
Partnerships in Health Occupations Education, by Ruth-Ellen Ostler, Nov., 
p- 50 


Pass or Fail: How to Test Performance, by Edward J. Morrison, April, p. 38 

People in the News: Fred P. Black, April, p. 82 

People in the News: Clifford A. Burnett, April, p. 82 

People in the News: Arthur A. Dick, April, p. 82 

People in the News: Evelyn J. Lewis, April, p. 82 

People in the News: Harold Parady, April, p. 82 

People in the News: Harry Simonds, April, p. 82 

People in the News: John R. Plenke, April, p. 82 

People in the News: Rex H. Smelser, April, p. 82 

Performance Goals in Accident Prevention: Accountability on the Highways, 
by Ivan E. Valentine, April, p. 83 

Performance Goals in Agriculture: Cultivating the Affective Domain, by 
Harlan E. Ridenour, April, p. 44 

Performance Goals in Business and Office Education: Course Content Paves 
the Way, by Alan C. Lloyd, April, p. 59 

Performance Goals in Community Colleges: New Movement Underway?, by James 
P. O'Grady, Jr. and David L. Underwood, April, p. 80 

‘Performance Goals in Cooperative Education: The Buck Stops Here, by 
Harold H. Williams, April, p. 73 

Performance Goals in Distributive Education: Keeping the Program In- 
dividualized, by Lawrence A. Walsh, April, p. 46 

Performance Goals in Faculty Evaluation: Steal This Tool, by James C. 
Carstens, April, p. 69 

Performance Goals in Home Economics: Learning Comes Out in the Open, 
by June C. Atwood, April, p. 55 

Performance Goals in T & I Education: Converting Craftsmanship into 
Learnable Units, by Ronald E. Glenn and Robert J. True, April, p. 40 

Performance Goals in Technical Education: The Instructional Level Con- 
cept, by David Allen, April, p. 64 

Performance Goals in Vocational Guidance: Clarifying the Counseling 
Mystique, by Edwin L. Herr, John J. Horan and Stanley B. Baker, 
April, p. 63 

The Pervasive Process of Curriculum Validation, by JamesE. Wall, Oct., 
p. 26 

Plymouth Finalists Headed for Boston, May, p. 102 

Point and Shoot: Media Projects in Technical English, by Betsy Hilbert, 
Oct., p. 68 

Postsecondary Educators Discuss Their Role in Career Education, by James 
L. Boone, Jr., Feb., p. 32 

Pre Convention Research Program, Sept., p. 59 
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Preparing Paramedical Personnel, by Ronna Lee Hunter, Dec., p. 40 

Prescription for Teachers: Let's Get on With the Performance, by Daniel 
E. Vogler, April, p. 86 

A Program Proposal: Helping Older Workers Shift Gears Into Retirement, 
by Robert Milton Cokinda, May, p. 58 

Project Tomorrow, by Gil Carbajal, Dec., p. 36 

Puerto Rico Names Vocational Education Director, Nov., p. 101 

Resolutiors Set AVA Policies and Activities, Feb., p. 118 

RIT Will Offer B.S. Degree Program in Packaging Next Fall, Jan., p. 118 

Rumblings for Reorganization, May, p. 100 

Rung by Rung Up the Career Ladder, by Rachel K. Winer, Oct., p. 47 

Satellite Classrooms and Other Partnership Techniques, by Harry Huffman, 
M.D. Rice and Maurice E. Ryan, Nov., p. 32 

Sears, Roebuck President Addresses D.E. Meeting, Feb., p. 123 

Secondary Education Department: A Concerned Look at Career Education, 
by Glen McDowell, Feb., p. 30 

The Servicemen's Opportunity College: A New Concept in Technical Education, 
by Lee J. Betts, Feb., p. 81 

Shifting Postures Toward Work: A Tracing, by Henry Borow, Jan., p. 28 

Southern Hospitality for Spouses, Sept., p. 59 

State Director Serves Notice: Oklahoma's Delivery System for Adult 
Education, by Arch B. Alexander, May, p. 29 

Strategies for Disseminating Curriculum Support Materials, by Herbert H. 
Bruce, Jr., and J. Joseph Daly, Oct., p. 29 

Strategies for Restoring the Dignity of Work, by John L. Rowe, Jan., p. 59 

Student Centered and Product Oriented: Performance Based Courses and 
Curricula, by Paul E. Miller, April, p. 34 

Supervisors and Administrators Explore Management by Objectives, Feb., p. 36 

Supportive Skills for the Vocational Teacher, by James J. Muro and Donna 
B. Brown, Dec., p. 21 

Support for Supporting Courses, by A. Lee Hall, Sept., p. 48 

Teacher Competencies and Certification: How Influential is the Research?, 
by Wayne S. Ramp and Ronald C. Reeder, March, p. 33 

Teacher Educators Briefed on Performance-Based Instruction, Feb., p. 34 

Teacher, Your Work Ethic Is Showing!, by R.H. Hudson, Jan., p. 39 

Tech Ed Reaches Out: Career Development in the Postsecondary Institution, 
by Charles H. Buzzell, May, p. 45 

Technical Education Looks Outward, by Arden L. Pratt, Nov., p. 40 

Testing the Occupational Competency of T & I Teachers, by Myron N. Corman, 
Jan., pe 105 

Think Metric: It's Simple, by Francis J. Parker, Sept., p. 35 

Three Steps Toward Accountability, by Gene M. Love, March, p. 38 

Toward Excellence in Instruction, by Edgar Dale, Nov., p. 68 

Trade Analysis: Some Missing Parts, by Tom L. Hindes, Oct., p. 38 

Try It You'll Like It: T & I Adult Education in Partnership With Industry, 
by Harvey Ribbens, May, p. 41 

Value Clarification, by Helen M. Thal and Melinda Holcombe, Dec., p. 25 

Vocational Education and the American Work Ethic, by Melvin L. Barlow, 
Jan., p. 27 

Vocational Film Gets Honors, Dec., p. 64 

Weaving Guidance Into Career Education, by Edward D. Smith, Feb., p. 60 

What the Future Holds for the Meaning of Work, by Kenneth B. Hoyt, Jan., 
p. 34 
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What's Ahead for Manpower Legislation?, by Howard Matthews, Feb., p. 75 
What Vocational Education Has Contributed to My Future, Feb., p. 22 
‘Which Way Is Up?': How Adult Guidance Operates in Pinellas County, 

by Ferris Post, May, p. 48 
Work in America: Attack and Rebuttal, by Po-yen Koo, May, p. 79 
Worthington Resigns, Says USOE Needs Voc Ed Advocates, Nov., p. 72 








36. 


BOOK PREVIEWS 





Agricultural Education in a Technical Society, by Karen Drudge Bright, 
Mary Ruth Brown and Eugenie Lair Moss, May, p. 95 

Agriculture in Our Lives, by Alfred H. Krebs, April, p. 104 

The American Consumer: Issues and Decisions, by Robert 0. Herrmann and 
Herbert M. Jelley, May, p. 95 

Animals in the American Economy, by Leslie E. Johnson and John A. Sims, 
Jan., p. 109 

Appliance Service Handbook, by George Meyerink, Oct., p. 72 

Architecture: Residential Drawing and Design, by Clois E. Kicklighter, 
Dec., p. 60 

ARCO Arithmetic Questions and Answers Review, by David R. Turner (editor), 
Nov., p. 87 

The Art of Making Houses Liveable, by Peter and Susanne Stevenson, March, 
p. 95 

Automobile Electronics Servicing Guide, by Joseph J. Carr, April, p. 104 

Automotive Emission Control and Tune-Up Procedures, by the Ignition Man- 
ufacturers Institute, March, p. 98 

The Automotive Oscilloscope, by N.H. Whited, March, p. 98 

Automotive Service Business: Operation and Management, by William H. 
Crouse, Jan., p. 110 

Automatic Transmissions, by the Commercial Trades Institute, March, p. 97 

Background Math for a Computer World, by Ruth Ashley, May, p. 96 

Basic Electricity: Theory and Practice, by Milton Kaufman and J.A. Wilson, 
Oct., pe 73 , 

Basic Electronic Circuits Simplified, By Nelson W. Hibbs, April, p. 104 

Basic Electronic Systems Technology, by William Dugger, Dale Patrick, Allan 
Suess and James Ziegler, Jan., p. 110 

Basic Electronic Test Procedures, by Irving M. Gottlieb, May, p. 96 

Basic Industrial Drafting, by William P. Spence, Dec., p. 60 

Basic Mathematics, by Richard L. Steinhoff, May, p. 95 

Basic Principles of Electronics, by Vester Robinson, Oct., p. 73 

Basic Science for Aerospace Vehicles, by Ralph D. Bent and James L. 
McKinley, April, p. 104 

The Battle for Sales, by Elvajean Hall and Robert J. Houlehen, Nov., p. 87 

Black Vocational, Technical and Industrial Arts Education, April, p. 102 

Business Principles and Management, by Kenneth E. Everard, John M. Johns, 
and Bernard A. Shilt, Sept., p. 64 

The California Community Colleges, by Sidney W. Brossman and Myron Roberts, 
May, p. 95 

Care of the Older Adult, by Joan Birchenall, Oct., p. 71 

Career Development Resources, by Harry N. Drier, Jr., Oct., p. 71 

Career Education: New Approaches to Human Development, by Larry J. Bailey 
and Ronald W. Stadt, Sept., p. 64 

Career Guidance: An Individual Developmental Approach, by Norman Severinsen, 
Nov., p. 88 

Career Guidance: Practice and Perspectives, by Harry N. Drier, Jr., Norman 
C. Gysbers and Earl J. Moore, Dec., p. 59 

Caring for Children in the Hospital, by the Hospital Research and Ed- 
ucational Trust of the American Hospital Association, Nov., p. 89 
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Century 21 Typewriting, by Lee R. Beaumont, D.D Lessenberry, T. James 
Crawford, Lawrence W. Erickson and Jerry W. Robinson, Sept., p.. 64 

Ceramics: Industrial Processing and Testing, by M.F. Bernard and J.T. 
Jones, March, p. 98 

Children's Wear Design, By Hilde Jaffe, Jan., p. 109 

Chilton's Auto Repair Manual 1973: American Cars from 1966 to 1973, by 
the Chilton Book Co., March, p. 97 

Chilton's Power Accessories and Wiring Guide Diagrams Manual, by the- 
Chilton Book Co., Dec., p. 60 

Chilton's Repair and Tune-Up Guide: Chevelle, El Camino and Monte Carlo, 
by the Chilton Book Co., March, p. 98 

College Level Examination Program, by David R. Turner, Jan., p. 109 

Communicating with the Computer, by Francis G. French, Zeney P. Jacobs, 
William J. Moulds and Jacob G. Schuchman, Sept., p. 64 

Complete Book of Cooking Equipment, by Jule Wilkinson, March, p. 95 

Computer Programming: Techniques, Analysis and Mathematics, by David D., 
Josephine P. and Richard V. Andree, May, p. 96 

Concrete Masonry Vocational Training, by John E. Merten and Henry 
Toennies, Sept., p. 66 

Constructing and Manufacturing Wood Products, by Wayne H. Zook, Oct., 
p. 73 

Copy Preparation for Printing, by John F.J. Cabibi, May, p. 95 

Counseling for Careers, by Steven G. Weinrach (editor), Dec., p. 59 

Curriculum Handbook for School Executives, by William J. Ellena, Oct., 
B. Fz 

Data Processing Concepts, by M.A. Schnake, Nov., p. 89 

Dental Hygiene: The Detection and Removal of Calculus, by Jacquelyn Behrens 
and Anna Matsuishi Pattison, Oct., p. 71 

Design Drafting, by James H. Earle, March, p. 96 

Designing and Maintaining the CATV and Small TV Studio, by Kenneth B. 
Knecht, March, p. 96 

Designing Today's Manufactured Products, by John R. Lindbeck, March, p. 96 

Diesel--Fundamentals, Service, Repair, by William Toboldt, Nov., p. 88 

Discipline Crisis in Schools, by J. William Jones, Nov., p. 87 

Educational Planning, by Fred J. Brieve, A.P. Johnson and Ken M. Young, 
Ceti, 9. FZ 

Educator's Guide to Free Filmstrips, by John C. Diffor and Mary Foley 
Horkheimer, Nov., p. 87 

Educator's Guide to Free Guidance Materials, by Mary H. Saterstrom and 
Joe A. Steph (editors), Dec., p. 59 

Educator's Guide to Free Tapes, Scripts, and Transcriptions, by Raymond 
H. Suttles and Walter A. Wittich, Nov., p. 87 

The Effective Superintendent: Techniques and Practices, by Frank C. Mayer 
and Harold E. Wilson, April, p. 102 

Electrical and Electronics Drawing, by Charles J. Baer, May, p. 97 

Electronic Principles, by Albert P. Malvino, May, p. 97 

Electronics for Medical Personnel, by Edward J. Bukstein, Jan., p. 109 

Estimating in Building Construction, by Frank R. Dagostino, Nov., p. 89 

Experiments for Electricity, by Nelson W. Fuller, Jan., p. 110 

5-Minute Electronics Projects, by Len Buckwalter, Nov., p. 88 
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Food Menu Dictionary, by Crete Dahl, Jan., p. 110 

Food Preparation for Hotels, Restaurants and Cafeterias, by Robert 
G. Haines, Dec., p. 59 

Foundations of Futurology in Education, by Richard W. Hostrop (editor), 
Dec., p. 59 

Fundamental Filing Practice, by Harry N. Fujita, Irene Place and Estelle 
L. Popham, Jan., p. 109 

Fundamentals of Machine Operation: Preventive Maintenance, by Louis 
Hathaway (editor), Nov., p. 88 

Fundamentals of Modern Marketing, by Edward W. Cundiff, April, p. 103 

Go Hire Yourself an Employer, by Richard K. Irish, Sept., p. 64 

Groups: Theory and Experience, by Matti Gershenfeld and Rodney W. Napier, 
Sept., p. 64 

Guide to Fashion Merchandise Knowledge, by Ruth Tolman, May, p. 95 

Guide to Foodservice Management, by Franics Cloyd (editor), Jan., p. 110 

The Guide to Simulations/Games for Education and Training, by Robert E. 
Horn and David W. Zuckerman, March, p. 95 

Handbook of Computer Maintenance and Troubleshooting, by Byron W. Maguire, 
Dec., p. 60 

Home Economics Evaluation, by Aleene Cross, Sept., p. 64 

How to Get Into Medical and Dental School, by Lawrence Bauman, Gershon 
J. Shugar and Ronald Shugar, March, p. 95 

How to Repair Small Gasoline Engines, by Paul Dempsey, Jan., p. 111 

Human Reproduction and Family Planning: A Programmed Text, by Michael 
C. Quadlund and Elizabeth Murphy Whelan, March, p. 95 

Industrial Electronics: Design and Application, by Charles A. Davis, 
Sept., p. 66 ‘ 

Introduction to Computer Operations, by Anthony D'Arco, William M. Fuori 
and Lawrence Orilia, Sept., p. 66 

Introduction to the Computer, the Tool of Business, by William M. Fuori, 
Dec., p. 60 

Introduction to Consumer Behavior, by J.U. McNeal, April, p. 103 

Introduction to Electricity and Electronics, by Arthur F. Ahr and Orla 
E. Loper, March, p. 96 

Making Vocational Choices: A Theory of Careers, by John L. Holland, Oct., 
p-. 71 

Man and the Technological Society, by Richard E. Klein and L. Daniel Metz, 
Nov., p. 89 

Managing Career Education Programs, by Raymond E. Bittle, Larry J. Kenneke, 
Dennis C. Nystrom and Ronald W. Stadt, April, p. 102 

Managing: A Contemporary Introduction, by John Douglas and Joseph L. 
Massie, Oct., p. 71 

Manufacturing Processes--Metals and Plastics, by Harold V. Johnson, Dec., 
p- 60 : 

MATV Systems Handbook--Design, Installation and Maintenance, by Allen 
Pawlowski, Dec., p. 60 

Metalurgy and Materials Science Laboratory Manual, by Dell K. Allen and 
Kay S. Mortensen, May, p. 95 

Methods and Materials of Residential Construction, by Alonzo Wass, Nov., 
p. 89 

Millwrights and Mechanics Guide, by Carl A, Nelson, March, p. 96 
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Mini-Course in Typewriting, by Clair Garman, Oct., p. 72 

Model Making in Schools, by Brenda B. Jackson, March, p. 95 

Numerical Control: Practice and Application, by William J. Patton, 
Jan.; p. ill 

Occupational Licensing: Practice and Policies, by Barbara F. Esser, 
Daniel H. Kruger, and Benjamin Shimberg, Nov., p. 87 

Personal and Vocational Interplay in Identity Building, by Jeannette 
G. Friend, Dec., p. 59 

Photography for Visuai Communications, by Weston D. Kemp, Oct., p. 71 

Plastics Technology, by Robert V. Milby, Oct., p. 72 

PL/1 for Business Applications, by Leonard E. Edwards, Oct., p. 72 

Power: Prime Mover of Technology, by Joseph W. Duffy, March, p. 95 

Principles of Electronic Communications, by Matthew Mande, May, p. 96 

Principles and Technigues of Vocational Guidance, by H.H. London, Oct., 
p. 71 

Problems in Retail Merchandising, by Robert W. Bell, Elmer O. Schaller 
and John W. Wingate, Sept., p. 64 

Programming in Basic, With Applications, by Bernard M. Singer, Oct., p. 72 

Project Focus: A Forecast Study of Community Colleges, April, p. 102 

Psycho-Sales-Analysis, by Jack Huttig, May, p. 95 

Radio Handbook, by William I. Orr, March, p. 96 

Requirements for Certification, by Elizabeth H. Woellner, Oct., p. 71 

Science Fundamentals: Background for Household Equipment, by Louise J. 
Peet, Jan., p. 109 

A Selected List of Educational Material Available from Commerce and 
Industry, by John E. Deasy, April, p. 102 

The Sensous Gadgeteer, by Bill Abler, Dec., p. 59 

Solid State Electronic Circuits: for Engineering Technology, Sept., p. 67 

Solid-State Electronic Projects, by Charles D. Rakes, March, p. 97 

Something's Wrong With My Child, by Milton Brutten, Charles Mangel and 
Sylvia 0. Richardson, Dec., p. 59 

Strength of Materials for Engineering Technology, by Irving Granet, Dec., 
p-. 60 

A Student's Guide to Flowcharting, by Thomas F. McInerney and Andre J. 
Vallee, May, p. 96 

Study Skills: A Student's Guide for Survival, by W. Royce Adams, Jr. and 
Robert A. Carman, Jan., p. 109 

Teacher Liability in School-Shop Accidents, by Denis J. Kigin, Sept., p. 64 

Teaching Business Subjects, by Ruth I. Anderson, James T. Blanford and 
Lloyd V. Douglas, Jan., p. 109 

Teaching for Career Development in the Elementary Schools, by Walter 
Wernick, Oct., p. 71 

Technical Graphics: A First Course, by Jack Sinewitz, March, p. 96 

Technical Mathematics, by Raymond M. Knight and Harold S. Rice, March, 
p- 96 


Television Broadcasting Systems Maintenance, by Harold E. Ennes, May, 

p. 96 
Transistor-Transistor Logic, by George Flynn, Nov., p. 88 
Troubleshooting Solid-State Amplifiers, by Ben Gaddis, Sept., p. 66 
Understanding and Using the Oscilloscope, by Clayton Hallmark, Nov., p. 88 
Understanding and Using the VOM and EVM, by John Cunningham, Dec., p. 59 
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Welders Guide, by James E. Brumbaugh, Oct., p. 72 

Welding Technology, by J.W. Giachino, G.S. Johnson and W,. Weeks, Dec., 
p- 60 

Wigs: A Complete Guide for the Profession, by Sally Cooney and Charlotte 
Harper, Dec., p. 59 

The Wall Street Manual for Teenagers, by C.M. Flumiani, Dec., p. 60 

Working in a Store, by Faye Gold and Raymond J. Grandfield, March, p. 95 
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BREAD AND FIRE 





College Prep, April, p. 89 

Employability Training, Feb., p. 97 

Manpower, Human Assessment and the Disadvantaged, Jan., p. 87 

The Mobilization Methods, March, p. 69 

Population Changes: The Manpower Challenge of the Future, May, p. 65 








LATEST WORD FROM WASHINGTON * 





Career Education; A Dilemma, Oct., p. 7 
Categorical Funding Still Moot, Nov., p. 
A Comment on Accountability, March, p. 7 
Congressional Opinion, Sept., p. 9 

ESEA on the Hot Seat, May, p. 7 
Flexibility at a Price, March, p. 7 

Here Comes Revenue Sharing, March, p. 7 
The Immediate Issue, Feb., p. 9 
Institutional Inflexibility, Oct., p. 7 
Issues Facing Congress, Feb., p. 9 
Largest in AVA History, Jan., p. 8 
Legislative Report, Sept., p. 9 
Manpower Training Proposal, March, p. 7 
A Message That Didn't Get Across, Dec., p. 8 
More on the Mess in Washington, Dec., p. 8 
Motivated and Deserving, May, p. 7 

The Need for Supporting Services, Dec., p. 8 
New Year Begins for AVA, Sept., p. 9 

New Year Brings New Challenges, Jan., p. 7 
Order in Our Own House, Jan., p. 7 

Out on a Limb?, Jan., p. 7 

Presidential Power, Feb., p. 9 

Reduction in Staff, May, p. 7 

Revenue Sharing Bill Introduced, April, p. 7 
Revenue Sharing: A Trap, Feb., p. 9° 

Salute to a Supporting Service, Dec., p. 8 
Setting the Record Straight, Jan., p. 7 
Sizing Up the Situation, May, p. 7 

Stalemate in Federal Legislation, Nov., p. 9 
Severe Case of Myopia, April, p. 7 

Up Against Vested Interests, Oct., p. 7 
Watch for Rebuttal, April, p. 7 

The Watergate Lesson, Sept., p. 9 

Will the Momentum Carry?, Jan., p. 7 

Work Ethic Reexamined, Jan., p. 8 
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NEWS FROM INDUSTRY 





Buck Subsidiary Offers Wankel Course, March, p. 89 

Cessna Sets Up Resource Centers for Air Age Education, Nov., p. 92 
Honeywell Developes Two Computerized Education Programs, March, p. 89 

Job Training Program Attacks Problem Caused by Strip Mining, Jan., p. 112 
Kodak Establishes New Office, Nov., p. 91 

Motorola Forms Film Marketing Company, Nov., p. 91 

New Reinforcing Bar Detailing Course Available, March, p. 89 

Program Aids Schools in the Instruction of Power Tool Safety, Jan., p. 112 
Project INVOLVE Launched by North American Rockwell, Jan., p. 112 
Reynolds Plans First Home Built with Recycled Materials, Jan., p. 113 
Scott Engineering Developes Modular Instructional System, March, p. 89 
Semiconductor 'Design-In' Open to Teachers, Students, Nov., p. 91 

Stanley Announces Woodworking Skill Awards, Nov., p. 91 

Toyota Dealers Aid Schools and Students, March, p. 90 
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NEWS ROUNDUP 





Activities of VICA Members Are Highlighted in New Film, March, p. 100 
AHEA Foundation Plans to Establish Center for the Family, Jan., p. 115 
Annual Survey Finds Ag Teachers in Short Supply, Sept., p. 69 
Atlanta Welcomes AVA Delegates, Oct., p. 80 
AVA Members Elect C.M. Lawrence President for 1973-74, April, p. 108 
AVA Organization Study Survey Completed, Director Returns to Iowa, 
Oct., p. 78 
AV Journal Honored, Sept., p. 70 
BEOG Program Begins: Vocational Students Eligible, Sept., p. 68 
Better Business Bureaus Sponsor Second Consumer Education Week, April, p. 110 
Career Education Grants Announced, Sept., p. 68 
Career Fducation Institutes Scheduled for Teachers, Planners, Jan., p. 115 
Center for Voc-Ed Education Announces Five New Documents, April, p. 109 
Center Provides World Laboratory for Testing New Training Methods, 
Jan., pe 115 
Correction, April, p. 109 
DECA Establishes First Congressional Advisory Board, Oct., p. 78 
DECA, FBLA Leaders Hold White House Summer Internships, Sept., p. 68 
DECA Membership Rises, Nov., p. 98 
Directory of Associations Available, Dec., p. 63 
Educational Technology Handbook to be Developed by AECT, Nov., p. 93 
FFA Honors Chicago as Nation's Agribusiness Center, April, p. 109 
FHA Introduces Multimedia Kit, Nov., p. 100 
F.I.T. Starts Training Program for Textile and Apparel Industries 
p. 116 
Former Ohio Governer Rhodes Appointed NACVE Chairman, March, p. 101 
46th FFA Convention Sets Attendance Record, Dec., p. 66 
Four New Editors Join AV Journal Board, Sept., p. 71 
Funds for Vocational Training Included in Grants to Indians, Nov., p. 95 
Gold Label Stickers for Voc Ed., May, p. 99 
Guidance and Counseling Grants Awarded, Nov., p. 100 
HEW Postsecondary Grants Total $9.3 Million, Sept., p. 68 
High School Principles Examine Career Education in March Magazine, 
May, p. 100 
Home Economics Challenged to Provide Consumer Education, May, p. 100 
In-Service Training Program Planned, Dec., p. 63 
Interstate Consortium Offers 448 LAP's for Distributive Education, Nov., 
p. 94 
Journal Cover Honored, April, p. 111 
Marland Resigns, Calls Career Education 'A Force in Motion,' Nov., p. 93 
Maryland Schools to Begin Metric Conversion Next Year, Oct., p. 78 
Medical Assistants Certified, Nov., p. 96 
Meeting Calendar: Advanced Concrete Technology Course, Oct., p. 80 
Meeting Calendar: Air Conditioning Institute, May, p. 100 
Meeting Calendar: American Industrial Arts Association Conference, Dec., p. 64 
Meeting Calendar: Ball State Industrial Education Conference, Oct., p. 80 
Meeting Calendar: Central Michigan University Business Education Travel- 
Study Course, Dec., p. 64 
Meeting Calendar: 5th World Congress on Guidance, May, p. 100 
Meeting Calendar: Industrial Education Conference, Jan., p. 116 
Meeting Calendar: Manitoba Industrial Education Conference, Sept., p. 73 
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Meeting Calendar: National Association for Practical Nurse Education 
and Service, Inc., Oct., p. 81 

Meeting Calendar: New Educational Directions Career Education In- 
stitutes, Dec., p. 64 

Meeting Calendar: Plains Region ATEA Conference, Sept., p. 73 

Meeting Calendar: Plastics Workshop, May, p.- 100 

Meeting Calendar: Western Business Fducation Association Conference, 
O6t., 9. Bl 

feeting Calendar: Workshop-Management by Objectives in Education, May, 
p. 100 

NACVE Calls for Federal Board for Vocational Education, May, p. 98 

NACVE Recommends Expanded Support of Youth Organizations, Jan., p. 114 

National Leadership Conference Planned for N and RS Division Members, 
April, p. 110 

NCAS Moves into Junior Colleges, Dec., p. 63 

New California Voc Ed Director Named, Oct., p. 79 

New Executive Secretary Outlines Major Issues Confronting NEA, April, 
p- 110 

NIMU Offers Pamphlet on Autism, Dec., p. 63 

Nixon Pushes for Metric Conversion, Nov., p. 95 

NPS Report Examines Implications of Revenue Sharing for Voc Ed, Jan., p. 116 

OE-Funded TV Series to Focus on Living Skills, Nov., p. 98 

Office of Education Establishes Veteran's Unit, March, p. 100 

Peer Instruction System Pr 
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oduces Technicians, March, p. 99 
People in the News: James D. Beissei, Sept., p. 72 
People in the News: Thomas S. Colvin, Sept., nD. 2 
People in the News: M.J. Benning, S 


Stig hs oe 
People in t t 


a 

ews: Russell DeVriendt, Sept., p. 72 

People in tl Reno S. Knouse, Sept., p. 72 

People in the News: Alfon D. Mathison, Sept., p. 72 

People in the News: Edward D. Miller, Sept., p. 72 

People in the Ne Charles E. Palmer, Dec., p. 64 

People in the News: Kathleen V. Rogers, Sept., p. 72 

People in the News: Marjorie S. Stewart, May, p. 100 

People in the News: Florence Tallgatter, May, p. 100 

People in the News: Howard Turner, May, p. 100 

People in the News: Evangeline Watson, Sept., p. 73 

People in the News: Lowell A. Welsh, Oct., p. 81 

People in the News: Billie F. Williamson, Oct., p. 81 

Presidential Nominees, Four Vice Presidents Named at Convention, Jan., 
p- 114 

Proposed AVA Bylaw Amendments, Oct., p. 80 

W. Lyle Roeseler, Jan., p. 116 

Scott to Market 8mm Films, Dec., p. 64 

Sex, Race Discrimination Attacked in Vocational Schools, Dec., p. 63 

State Legwslation Report Released, May, p. 99 

Study Shows Illinois Trade Schools in High Gear, Nov., p. 95 

Survey Finds Career Planning a Student Concern, Nov., p. 96 

Task Force Recommends Five Ways to Strengthen Voc Ed in Urban Areas, 
March, p. 99 

Texas Celebrates Career Oriented Education Week, Oct., p. 78 

Texas Governor Dubs April Career Opportunities Month, May, p. 98 











Governor 
March, p. 
Three Students 


Texas 
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Supports ‘Full Partnership’ for Vocational Education, 
100 
Gain Experience Through Internships at AVA, March, p. 101 


USOE Announces ‘Environmental Literacy' Grants, Nov., p. 93 

USOE Provided $49 Million for 'Trio Programs' in 1972, April, p. 108 
U.S. Okayed for 1974 International Skill Olympics, Dec., p. 66 

VICA Conference Draws 2,700, Sept., p. 71 

VICA Skill Olympics Open in Tulsa, June 18, May, p. 98 

Vocational Education Week Set for Feb. 10-16, Dec., p. 63 


Voc Ed Pays, Says Ohio 


Study, Oct., p. 78 





SHORT NOTES 





All About OSHA, Dec., p. 16 

Applied Metrics, March, p. 18 

Attorney General's Report, Jan., p. 18 

AVA Awards Program, April, p. 18 

AVA Publications, Dec., p. 16 

Career Ed, K-9, Oct., p. 16 

Career Ed Magazine, Oct., p. 18 

Career Education Models, May, p. 16 

Career of the Month, Dec., p. 18 

Census Bureau Booklet, Oct., p. 16 

College Enrollment, April, p. 20 

College Plans, Nov., p. 18 

Conference Proceedings Available, Dec., p. 16 
Day Care Facts, May, p. 18 

Demographics of U.S. Youth, May, p. 16 
Directory for Transfer Students, April, p. 18 
Driver Education, May, p. 18 

Economics Dictionary, March, p. 20 
Education Facilities, Nov., p. 20 
European Study Tour, March, p. 20 

Farm Equipment Safety, March, p. 18 
Farming Trends, Nov., p. 18 

Final NOBELS Report, March, p. 20 
Grading and Reporting, March, p. 18, 
Health Manpower, Sept., p. 2] 

Home Study Schools, April, p. 20 
Industrial Arts Cuidelines, March, p. 18 
International Education, Jan., p. 18 
Job Descriptions, April, p. 18 
Manpower Surveys, March, p. 70 

Med Tech Scholarships, April, p. 18 
Minority Viewpoint, May, p. 16 

New Slant on Fund Raising, March, p. 18 
Nutrition Games, Jan., p. 20 

Occupational Education Program, Nov., p. 18 
Occupational Educational Program, Dec., p. 18 
Occupational Study Tour, May, p. 16 
Opportunities for Women, Oct., p. 16 

PLACE Project Started, Nov., p. 20 

Popeye at Work, Jan., p. 18 

Power Tool Safety, Sept., p. 18 

Proposed Regulations, April, p. 18 
Proprietary Schools, Sept., p. 21 

Reading and Speech, Oct., p. 18 
Rehabilitation Publications, May, p. 16 
Russian Tour, April, p. 18 

Self-Instruction Study, Nov., p. 18 

Teacher Education, Jan., p. 18 
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Teacher Shortage, Dec., p. 16 

U.S. Army Reserve, Sept., p. 18 
Vocational Directory, Sept., p. 18 
Voc-Tech Publication, Dec., p. 18 
Welfare Reform Booklet, Dec., p. 18 
Women and Careers, Oct., p. 16 

Working Women, May, p. 16 

Young Photographers Series, Oct., p. 16 
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VOC-TECH BRIEFS 





Agribusiness Internships Broaden Teacher's Horizons, March, p. 11 
Ag Teacher Simplifies Visitation Recordkeeping, Jan., p. 13 
Atlanta Technical School Uses New Placement Test, Jan., p. 13 
Area Guidance Center Serves Michigan Youth and Adults, May, p. 9 
BOCES Dental Assisting Program Includes On-the-Job Experience, April, 

p. 12 
Business Teachers Stress Personal Use Aspect of Training, March, p. 11 
California College Offers Supermarket Training, Nov., p. 13 
California Management Interns Advance to High Level Positions, Sept., p. 13 
Career Awareness Films Developed for Preschoolers, May, p. 9 
Career Develojment Program Expands in Elementary School, May, p. 9 
Career Education Competencies for K-8 Teachers Identified, Nov., p. 14 
Career Exploration Van Travels Three North Carolina Counties, Dec., p. 13 
CHRIE Sponsors Pilot Career Housekeeping Project, May, p. 10 
College Helps High Schoolers Explore Health Occupations, March, p. 11 
Colorado College Operates Center for Career Exploration, Oct., p. 10 
Colorado Vocational Students Build Campers in Co-Op Program, April, p. 11 
Community College Establishes 'PEP' Steering Committees, April, p. 11 
Community College Reaches Out to Serve Indian Population, May, p. 9 
Deaf High School Students Participate in Cooperative Training, April, 

p- 12 
East Los Angeles College Offers Electron Microscopy Course, Jan., p. 14 
Electrification Council Sees Trend to Tech-Ed Co-Sponsorship, Dec., p. 13 


Elementary Students Explore Careers‘in Their Community, March, p. 1l 
Florida Teachers Plan Career Fdueation Workshons, Anril p a 
‘ a ar Stgs_ Ve gie gy. 
Fund-Raising Trips Benefit Florida Vocational Students, Sept., p. 13 
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Graduate Students Develop Model Accounting/Computing Program, Jan., p. 13 
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Home and Family Living Course Aids Michigan Mothers, Sept., p. 13 


Illinois Teachers Attend ‘World of Work' Workshops, May, p. 10 


Indiana Career Resource Center Rides Career Education Circuit, May, p. 10 
Indiana Puts Forth Extra Effort for Veterans, Dec., p. 14 
Iowa Council Developes Career Education TV Spots, Oct., p. 9 
Iowa State EPDA Project Prepares Vocational Teachers, March, p. 11 
Junior High Students Build Warehouse Office, May, p. 10 
Kentucky Commerce Department Promotes State's Training Programs, Dec., 
p- 14 
Kit Offers Tips on Starting Adjunct Instructor Program, Sept., p. 14 
Mankato State Launches Experimental DE Program, Jan., p. 14 
Michigan Developes Materials fo Co-Op Coordinator Training, April, p. 11 
Milwaukee High School Teachers Attend Math Institutes, April, p. 12 
Mini-Course Provides 'Hands-On' for Nebraska. High Schoolers, Nov., p. 14 
Minnesota School Offers Truck Driver Training, Jan., p. 14 
Multi-Media Found Successful in Teaching Carburetion, Dec., p. 13 
Multimedia Materials Individualize Postsecondary Vocational Courses, Oct., 
p-. 9 
NAHSA Provides Training for Audiometric Assistants, March, p. 12 
Nebraska School District Developes K-12 Career Guidance Program, March, p. 11 
New Jersey DE Students Run Wholesaling Operation, April, p. 11 
New Jersey VICA Members Serve in Mental Health Project, Sept., p. 13 
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Oregon High School Trains On-the-Job Career Counselors, Nov., p. 14 
Oregon Students Explore Careers with Teacher-Written Curriculun, 
Oct. p. 9 
Oregon Community College Adds Restaurant Management Option, Dec., p. 14 
Paraprofessionals in Pennsylvania Aid Local Guidance Departments, 
Sept., p. 14 
Pennsylvania School Individualizes T and I Basic Training, Oct., p. 9 
Post-Placement Workshops Serve Clerical Trainees and Teachers, April, 
mp. 12 
Protective Service Career Training Offered at Detroit High School, Sept., 
p. 14 
Pulp and Paper Firms Sponsor Papermaking Workshops Students, Dec., p. 13 
Radford, Virginia, Expands Career Education Program, Nov., p. 13 
Recruitment Day Begins for Business Students, Jan., p. 13 
Related Programs Serve Retarded, Disabled, Jan., p. 13 
South Carolina Secretarial Students Learn in Open Lab System, Sept., p. 14 
South Georgia Tech Offers Course in Business Machines Maintenance, Dec., 
p. 13 
Special Needs Students Get Employment Orientation Program, Oct., p. 10 
Tennessee Teacher Replaces Lectures With ‘Question a Day,' Nov., p. 13 
Texas A & M Examines Career Education Articulation, Nov., p. 13 
Trade-Oriented Materials Used in Illinois Basic Skills Progran 


DD 
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yy Oct... Pes 
Typing Teacher Developes Supplementary ‘Midi Course,‘ March, p. 12 
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Vocational Prep School Serves Disadvantaged in Grades 8-10, May, p. 9 
Vocational and Special Educators Team Up to Train Handicapped, Oct., p. 10 
Washington School Trains Library Technical Aids, Jan., p. 14 


West Virginia District Launches Career Education Program, April, p. ll 


Wisconsin businessmen Spur Career Education Program, Nov., p. 13 











